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Lesson Topic 5-1-3

LESSON TOPIC SUMMARY
INTERCONNECTING WIRING DIAGRAMS

The Interconnection Diagram figure 2-3 in the HIM, provides the following
information:

a.  An illustration that depicts the relative position of the major units.

b.  The cables between the major units.

c.  The plug/jack connectors on the major units.

The Interconnection and Test Cables Chart (table 2-5 in the HIM) provides
the following information:

a.  Cable reference designators.

b.  Part number for each cable.

c.  Plug/jack reference designators.

The cable numbers shown on the Interconnection and Test Cable tables
correspond to the numbers printed on the cables. When performing maintenance
on a system, care must be taken to insure that all cables are connected as
shown in the table to prevent incorrect operation or damage to the equip-
ment. The Interconnecting Wiring Diagram for the radar system, figure 5-3,
(sheets 1, 2, and 3) lists the reference designator and nomenclature for
each major unit. Additionally, each interconnecting cable is identified
with its reference designator, and each wire is labeled with the appro-
priate voltage or waveform for that wire.

At this point, you may take the Lesson Topic Progress Check. If you
answer all self-test items correctly, go on to the next Lesson Topic. If
not, select and use another medium of instruction for the Lesson Topic:
Programmed Instruction, Narrative, or consultation with Learning Super-
visor, until you can answer all self-test items on the Progress Check
correctly (achieve Lesson Topic Learning Objectives) and then proceed to
the next Lesson Topic,tion II. For example: refer to
